AMENDMENT NO. 1 SEPTEMBER 2014 
TO 
IS 9795 (PART 1) : 1981 GUIDELINES FOR THE CHOICE OF TYPE OF 
DIVERSION WORKS 
PART 1 COFFER DAMS 


(Page 6, Fig. 1) — Substitute the following figure for the existing figure: 
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Amendment No. 1 to IS 9795 (Part 1) : 1981 
(Page 11, clause 4.9, line 2) — Substitute ‘in’ for ‘is’. 


(Page 12, Table 1, col 4, Title) — Substitute ‘REQUIREMENT OF MATERIALS’ for ‘REQUIREMENT 
MATERIALS’, 
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